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I. HIGH "AA" 



2. AVERAGE "AA" 



3. LOW "AA" 




4. HIGH "A" 





10. HIGH "C" 
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5. AVERAGE "A" 6. LOW "A" 




8. AVERAGE "B" 



9. LOW "B" 
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II. AVERAGE "C 




12. LOW "C" 
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factors dealing with the shell, air cell, and defects are not included. Scores 1, 2, and 3 represent the appear- 
ance of broken-out eggs of high, average, and low AA Quality; 4, 5, and 6 represent high, average, and low 



A Quality; 7, 8, and 9, high, average, and low B Quality, and 10, 11, and 12, high, average, and low C Quality. 



The pictures on this chart show (in actual size) the interior quality of eggs that meet the specifications of the 
U. S. Standards for Quality of Individual Shell Eggs with respect to albumen and yolk quality. Quality 
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